33 stores                        —	—	**,.„ _  —	______    __		
3 hospital lobbies         —	—	—	4.8	—                     —	Sebben et a!., 1977
6 coffee houses            Varied	—	2-23	—	—                     —	Badreetal., 1978
Room                           18 smokers	—	50	—	—                    —	Badre et al., 1978
Hospital lobby             12-30 smokers	—	5	—	—                     —	Badreetal., 1978
2 train					
compartments         2-3 smokers	—	—	4-5	—                    —	Badre et al., 1978
Automobile                  3 smokers	Natural, open	14	—	—                     —	Badreetal., 1978
2 smokers	Natural, closed	20	—	—                     —	
10 offices                      —	—	2.5 ± 10	1.5-1.0	2.5 ± 1.0         1.5 ± 4.5	Chappell and Parker,
					1977
15 restaurants              —	—	4.0 ± 2.5	1.0-9.5	2.5 ± 1.5         1.0-5.0	Chappell and Parker,
					1977
14 night clubs					Chappell and Parker,
and taverns             —	—	13.0 ± 7.0	3.0-29.0	3.0 ± 2.0         1.0-5.0	1977
Tavern                          —	Artificial	8.5	—	_                     _	Chappell and Parker,
					1977
—	None	—	35 (peak)	—                    —	
Office                         —	Natural, open	1.0	10.0 (peak)	—                     —	Chappell and Parker,
					1977
Restaurant                    —	Mechanical	5.1	2.1-9.9	4.8 (outdoors)  —	Fischer et al., 1978
Restaurant                  —	Natural	2.6	1.4-3.4	1 .5 (outdoors)  —	Fischer etal., 1978
Bar                             —	Natural, open	4.8	2.4-9.6	1.7 (outdoors)   —	Weber et al., 1976
Cafeteria                      —	1 1 changes/h	1.2	0.7-1.7	0.4 (outdoors)  —	Weber etal., 1976
44 offices                      —	—	1.1	6.5 (max)	—                      —	Weber, 1984
25 offices                    —	—	2.78 ± 1.42	—	2.59 ± 2.33      —	Szadkowski et al., 1976
Tavern                          —	6 changes/h	11.5	10-12	2 (outdoors)      —	Cuddeback et al., 1976
Tavern                         —	1-2 changes/h	12.0	3-22	—                      —	Cuddeback et al., 1976
"Time-weighted average (TWA) of carbon monoxide, 50 ppm (55 mg/m3). TWA = average concentration to which worker may be exposed continuously for 8 h without damage to health (National Institute for Occupational Safety and Health, 1971).